is]  the entire mine,     The  following  persons are
permitted to enter the mine:     Federal coal mine
inspectors,  West Virginia Department of Mines coal
mine inspectors,   responsible company officials,
and United Mine Workers of America miner's repre-
sentatives.

One half-hour later,  at 8:00 a.m.,   Inspector White  issued a section
107(a)  imminent danger withdrawal order  also  covering the entire mine.
The order, which did not allege a violation  of  any mandatory health or
safety standard,  stated:

All evidence indicates that an ignition of
unknown sources has occurred and five employees
cannot be accounted for.

The bodies of the five miners were recovered on November 8,  1980,
and the 2-South area of   the mine was  sealed off.     Both withdrawal orders
were modified on December 10,   1980,   to  cover  "the  seals and areas  inby
the  seals."    On July 15,   1982,  twenty months after   the explosion,  MSHA
issued 13 section 104(d) (2) withdrawal orders citing violations of
mandatory standards based on sworn statements taken during MSHA's
investigation of the mine explosion.  3/    The section 107(a)  order was
not  modified  to allege violations  of mandatory  standards,  and was
terminated on November 15,   1983.

2f       Section 104(d) provides:

Findings  of violations;   withdrawal  order

(1)     If,  upon any  inspection of a coal or other mine,  an
authorized representative of  the Secretary  finds that there has
been a violation of any mandatory health or   safety standard,   and if
he also finds  that,   while the- conditions  created by such violation
do not cause imminent danger,   such violation  is  of  such nature as
could significantly and substantially contribute to the cause and
effect of a coal or other mine safety or health hazard,  and if he
finds such violation  to be caused by an unwarrantable failure of
such operator to comply with  such mandatory health or safety
standards,  he shall  include such  finding  in any citation given  to
the operator under this  [Act].     If,  during  the same inspection or
any subsequent inspection of such mine within  90 days after the
issuance of such citation, an authorized representative of the
Secretary finds another violation of any mandatory health or safety
standard  and ftnda  such violation to  be also caused by an unwarrant-
able failure of such operator to  so  comply,  he  shall forthwith

(footnote 3 continued)   ' _..,,:

1320d preserve evidence.
